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15 MAR 1978 - 


-MEMORANDUM ‘FOR: : The Honorable Edward P. Boland 


_... Chairman, Permanent Select Committee 
g.c, . on Intelligence 
House of Representatives 


‘FROM: - . Robert W. Gambino — 


-» Director of Security 


“SUBJECT: “Facility” Accreditation, Room H- 401, 


siiact. S. CEDEEO®. 


yi ate ee oy fe matte 


Le ‘This is to. ‘advise that Room H- 401, Riis = ‘Capitol, 


‘has been accredited as a sensitive compartmented. information 


‘facility for-the closed..storage and handling of intelligence 
makers ete: STAT 


2% Mr. Thomas. K. Latimer is considered the custodian 
of compartmented materse? which may be pa reseaee, to this 
facility. Groner BES | aptlen oy ote 5 ns iy oe 


FOR THE DIRECTOR. OF ‘CENTRAL INTELLIGENCE: a ' 
STAT 


Robert W. Gambino 


Distribution: 
Original - Adse 
1 - OLC 
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